kog . No . - . . 
KL /TV /(N /X 2/2006 -2008 


Goverment of Karda 
Mad 

2008 


KERALA GAZETTE 


000g nooº 


PUBLISHED BY AUTHORITY 
14501401050 


No . 


Vol. LIII ) 
njego 53 j 


THIRUVANANTHAPURAM , TUESDAY 

തിരുവനന്തപുരം, ചൊവ്വ 


22nd July 2008 

2008 2290 22 
31st Ashadha 1930 
1930 d . 31 


மாயம் 


PART III 
Department of Factories and Boilers 


NOTIFICATION 
FOR BOILER ATTENDANT S COMPETENCY 

EXAMINATION - 2008 
No . T 1-5112 /07 / F & B / BACE . 

Thiruvananthapuram , 2nd July 2008 
It is hereby notified as required under rule 18 of the 
Kerala Boiler Attendant s Rules 1957 that the Boiler 
Attendant s Competency Examination for the grant of 
the Second Class Boiler Attendant s Competency 
Certificate will be held on 24th , 25th & 26th 
September 2008 and that for the First Class Boiler 
Attendant s Competency Examination will be held on 
15th , 16th & 17th October 2008 . 

Applications are invited from eligible candidates 
in the prescribed fom . 
1 . The application form along with the instru 

ctions to the candidates can be had from the 
Secretary , Board of Examiners, Oflice of the 
Director of factories & Boilers , 
Shani Manzil, TG 27 / 1079 , Near the East 
Gate of the District Court, Vanchiyoor P . O . , 
Thiruvananthapuram -695 035 . Those who 
desire to get the application form by post 
unay apply for the samic by chclosing a self 
addressed envelop (27 cm X 12 cm ) affixed 
with postage stamp of Rs. 10 . 


2 . Examination fee shall be Rs. 100 for the 

1st Class and Rs . 50 for the Second Class 
Competency Examination . The fee shall 
remitted in any Government Treasury in 
Kerala by way of Chalan under the head of 
account -0230 -00 -800 - 96 " (Fee for the 

Boiler Attendant s Competency Examination ). 
3 . Exact time place and mode of the examina 

tion will be intimated to the candidate 

individually . 
4 . Duly filled up and signed application 

along with the cuclosures shall be submittel 
to the Secretary to the Board of Examiners, 
Boiler Attendant s Competency Examination . 
Office of the Director of Factories & Boilers , 
Shani Manzil , Near the East Gate 
of District Court, Vanchiyoor P . O ., 

Thiruvananthapuram - 35 . 
5 . The last date of receipt of filled up 

application is 5 p . m . on 14th August, 2008 . 


Ofice of the 
Director of Factories 
and Boilers , 
Thiruvananthapuram . 


(Sd . ) 
Joint Director of Factories and 
Boilers (HQ ) and Secretary to 

the Board of Examinets . 


